) 
DART SERVICE INSTRUCTION 
TO AMEND 
IIN-D139-816 
REV. D OR SUBSEQUENT 
AND ICA-D139-816 
REV. 3 OR SUBSEQUENT 
REF. TCCA STC: SH12-54 
REF. FAA STC: SR03251NY 
REF. EASA STC: 10045158 


1.0 Purpose 


The purpose of this Dart Service Instruction 
(OSI) is to advise customers 
that the 04652-5 
Air Valve is 
replacing the 04652-1 
Air Valve in 0139-816-011 
Interior Ceiling Panel Kit at CHG 006 and subsequent. 
The 04652-5 
Air Valve is similar to the 04652-1 
Air Valve, but has a Black Anodize Finish while the 
04652-1 
Air Valve has a Nickel Acetate Finish (Grey). 
The 04652-1 Air Valve will continue to be 
available as spares for the 0139-816-011 
Interior Ceiling Panel Kit at CHG 005 and earlier. 


2.0 Weight 
& Balance 


There is no change to the Weight & Balance of the 0139-816-011 
Interior Ceiling Panel Kit with the 
change to the 04652-5 
Air Valve. 
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